WOMEN’S 
FINALISSIMA 
2023 


England 


(1) (4) 


Half-time Penalties 


Mary Earps GX) 
Lucy Bronze 
Jessica Carter 
Keira Walsh 
Leah Williamson © 
Alex Greenwood 
Lauren James 
Georgia Stanway 
Alessia Russo 

10 Ella Toone 

11. Lauren Hemp 


13 Ellie Roebuck Gk) 
21 Hannah Hampton GR) 
12 Maya Le Tissier 
14 Esme Morgan 

15 Niamh Charles 

16 Jordan Nobbs 

17. Chloe Kelly 

18 Laura Coombs 

19 Rachel Daly 

20 Jessica Park 

22 Katie Robinson 
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Brazil 


England win 4 - 2 on penalties 


20.45CET (2) (0) 


Penalties —_ Half-time 


12 Leticia GK) 
2 Antonia 
3  Kathellen 
4 Rafaelle © 
6 Tamires 

14 Lauren 

15 Luana 

ea 16 Beatriz Zaneratto 
10 Ella Toone’® e|23' 17. Ary 

18 Geyse 

21 + Kerolin 
1 Camila GK) 


22 Luciana GK) 

7 Duda Francelino 

8 Ana Vitdria 

9 Andressa Alves da Silva 
10 Duda Santos 
11. Adriana 

= 13 Tarciane 

45 19 Yasmim 


20 Fernanda 


23 Gabi Nunes 


39'|(Y)4 Rafaelle 


23 Lotte Wubben-Moy @11 Adriana 25 Portilho 
Coach: S8i¢ Beatriz Zaneratto . Coach: 
Sarina Wiegman Sey eressa ves da Silva Pia Sundhage 
Half — Full Hal i 
time time ime ime 
Attempts total Attempts total 
Attempts on target Attempts on target 
Saves Saves 
Corners Corners 
Offsides Offsides 
Fouls committed ’ Fouls committed 
Fouls suffered 17 Chloe Kelly 26) 74" 68 7 Duda Frenesine Fouls suffered 
Free kicks to goal us Pgsiatl a Dae Free kicks to goal 
Possession 73% 64% 9 Alessia Russie) 74 Possession 27% 36% 
Ballin play 22'22" 38°11" 1 Mary Earps Ballin play 827" 21°12" 
Total ball in play 30'49" 59°23" Total ball in play 30'49" 59°23" 
VAR: 
Referee: 11 Lauren Hem 82" F 566 i 
Stéphanie Frappart (FRA) PY) GQzZs Gabi Nunes eld le (FRA) 
Assistant referees: : . (m20 Fernanda : 
: 22 Katie Robinson (in) ' Maik derstichel (FRA 
Elodie Coppola (FRA) 411 Lauren Hempea>)|88 S17 ary aka Nenderenchelyen’y 
Manuela Nicolosi (FRA) 
Fourth official: 90" 
Esther Staubli (SU!) (_5'05" eso Andressa Alves da Silva 
UEFA delegate: - (1} 
Iva Olivari-Ulisa (CRO) 
a 23:57:17CET 
ea Goal Booked ®)sent off S substitution Penalty Oown goal © captain GK) coatkeeper 06 Apr 2023 


ert Togeth 
#womensfinalissima #WePlaystrong 
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(4) Penalties (2) 

Penalties Penalties 
8 Georgia Stanway|@ | 

10 Ella Toone| X | 

19 Rachel Daly|@ 9} 

6 Alex Greenwood|@ 9: 

17 Chloe Kelly|® 9) 


Brazil 


England win 4 - 2 on penalties 


@ 9121 Keroli 
eroiin 


(2) 
Z 23:57:17CET 
oo Goal Booked ®)sent off S substitution Penalty Oown goal © captain GK )coatkeeper 


06 Apr 2023 
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#WePlayStrong 


